TABLE II 


CHARCOAL FILTER CIGARETTES 


Gas Phase 


Smoke Index, 

% Reduction 

Carbon, 

mq/pluq 

CO, 

mq/ciqt. 

NO, 

mq/ciqt. 

HCN, 

mq/ciqt. 

RCHO, 

mq/ciqt 

Parliament Lights 100 

62 

53 

12.5 

0.25 

0.08 

0.33 

Tareyton Lights 85 

59 

9 

4.2 

0.12 

0.05 

0.27 

B & H Multifilter 85 

56 

40 

10.0 

0.24 

0.08 

0.36 

Tareyton Long Lights 100 

53 

8 

7.4 

0.20 

0.08 

0.43 

2 Lark Lights 85 

32 

68 

12.3 

0.24 

0.10 

0.48 

2 Lark 85 

32 

66 

13.0 

0.27 

0.11 

0.56 

2 Lark Lights 100 

28 

62 

13.6 

0.26 

0.11 

0.56 

2 Lark 100 

25 

63 

14.8 

0.30 

0.12 

0.59 

2 Tareyton 85 

24 

32 

15.0 

0.34 

0.14 

0.68 

2 Tareyton 100 

24 

32 

15.8 

0.35 

0.13 

0.63 


2 Does not have filter ventilation. 
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